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SOC/ SOH Test 6/12/24V Battery 
Compatible 


TE503 


Step 1: Connect the battery 


# Positive = Negative 
electrode electrode 


Note 


) Screen flash. (The clips not properly clamped, 
please reconnect) 


(2) Reverse protection. (Even the positive and negative 
polarity 18 wrong, It will not damage the equipment 
and battery) 


Step 3: Enter CCA 


BAT Type: (79) 


Press@DQ button to to adjust the input value, press | 


button to test. 


Tips: 


7) Good. (The battery is in good condition, 
feel free to use) 

@ Normal. (General state of the battery may 
continue to use) 

(x) Poor. (The battery is in poor condition, 
please replace it in time) 


01 Status of Health 
02 Status of Charge 
03 Internal Resistance 
04 Battery Voltage 


Manufacturer 

OBDResource Electonics Co., Ltd 

Email: support@obdmonster.com 

Tel: +86-0755-29071623 

Web: www.obdmonster.com 

Add: Xinniu Community, Longhua District, 
Shenzhen, CN 


C€ FE nos Co 2 


Step 2: Select the battery type 


BAT Type:(6V) 4) 
Currently 
_~ Selected 


(flashing) 


Press 47) button to switch battery type, press | 
to confirm. 


Step 4: View the test results 


Press? (button to switch test result. (Long press By 
button to homepage, press By button back to previous 


select page.) 


Parameters 
Product Name: Battery Tester 
Model: TE503 

Display: 1.8 inch high-definition backlit screen 
TestRange: 6V/12V/24V 
Connection Method:. Positive and negative alligator clips 


Operating Voltage: 4.9V~32V 
Operating Temperature: -4°F ~ 122°F (-20°C ~ 50°C) 


Product Size:  4.88%2.74x0.89 inch (124x69.6x22.6 mm) 


EVATOST CONSULTING LTD 
Suite 11, First Floor, Moy Road Business 

Centre, Taffs Well, Cardiff, Wales, CF15 7QR 
contact@evatmaster com 


APEX CE SPECIALISTS LIMITED 
UNIT3D NORTH POINTHOUSE,NORTH 

EC POINTBUSINESS PARK. 
NEW MALLOW ROAD.CORK,123 AT2P,IRELAND 


info@apex-ce.com 


Made in China 


